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Pfflup Morris cigarettes 

are exhibited to the doctors... 


Because Philip Morris has an advan¬ 
tage scientifically dentonstrable, i.e.— 

T ests* showed that when smokers changed to 
Philip Morris, every case of irritation of the 
nose and throat due to smoking cleared completely 
or definitely improved. 

* Laryngoscope, Feb, 1935,A’^ol, XL^, No. 2, 119454 
Laryngoscope, Jan* 1937, VoL XL\ II, No. 1, 58-^0 
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Source: https://www.industrydocuments.ucsf.edu/docs/jglkOOOQ' 
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